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ATHLETIC 


WOMEN'S 



N2155 $99.99 

Nautilus Composite Toe Athletic • Nylon Coated Mesh & 

Action Leather Upper • Removable Dual-Density EVA Insole 
• EVA Midsole for Lightweight Comfort • Oil & Slip Resistant 
Outsole • No Exposed Metal on Upper • Color - Grey/Pink 

Sizes: 6 - 10,11 (Medium or Wide) 

ASTM COMP 
F2413 TOE yy 


N134I 


$99^9 



Nautilus Composite Toe Athletic • Mesh & Synthetic Upper 
• Lightweight Carbon Nanofiber Composite Toe Cap • Super 
EVA Cushioned CSD-Edge Insole • CSD Edge Midsole • Slip 
Resistant Rubber Outsole • Color - Black/Orange 

Sizes: 5 -10,11 (Medium or Wide) 

ASTM COMP A 

F2413 TOE igy ^ 



PM642885 $189.99 

Puma Steel Toe Athletic • Soft Full-Grain Leather Upper with 
Synthetic Elements • BreathActive Functional Lining 

• Evercomfort Footbed • Slip & 572°F Fleat-Resistant Rubber 
Outsole with Torsion Control System for Added Stability 

• Color - Black/Fuchsia 

Sizes: 5, 6 -10 (Medium) 




PM842825 $189.99 

Puma Steel Toe Athletic • Breathable Textile Upper with FUSE 
TEC® TPU Elements • BreathActive Functional Lining 

• Evercomfort Footbed • Slip & 572°F Fleat-Resistant Rubber 
Outsole with Torsion Control System for Added Stability 

• Color - Black/Blue 

Sizes: 5, 6 -10 (Medium) 

^ A 
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ATHLETIC 



PM642855 $109.99 

Puma Steel Toe Athletic • Smooth Full-Grain Leather Upper 

• BreathActive Functional Lining • Evercomfort Footbed • Slip & 
572°F Fleat-Resistant Rubber Sole with Torsion Control System 

• Color - Black/Grey 

Sizes: 5, 6 -10 (Medium) 

A 



Reebok 


RB095 


$99.99 


Reebok All-Terrain Steel Toe Slip-On Athletic • Mesh & Ripstop 
Fabric Upper • Seamless Neoprene Lining • Removable 
MemoryTech Foam Cushion Insole • Slip & Oil-Resistant Rubber 
Outsole with Trail Lugs & Flex Grooves • Color - Black/Teal 

Sizes: 6-12 (Medium or Wide) 


ASTM 

F2413 




pumn 




PM642865 $189.99 

Puma Steel Toe Athletic • Nubuck Leather Upper • BreathActive 
Functional Lining • EverCushion® Footbed • Slip & 572°F Fleat- 
Resistant Rubber Sole with Torsion Control System • Color - 
Grey/Pink 

Sizes: 5, 6 -10 (Medium) 

F2413 


119942905 $109.99 



Puma Steel Toe Athletic • Safety Knit®, Non-Metallic Upper 
• Removable Evercushion® MISS Footbed • Slip & 572°F Fleat- 
Resistant Rubber Sole • TPU Toe & Fleel • Cushioning IQ 
Cell Integrated in the Fleel Area • Color - Blue/Green 

Sizes: 5, 6 -10 (Medium) 


2 


SteelToeShoes.com 


1 - 866 - 737-7775 








Check Online fer Seasenal Sales 
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WOMEN'S 



Reebok 


RB248 $99.99 

Reebok Composite Toe Athletic • Ultraknit Seamless Textile 
Upper • Moisture Wicking Ultrafine Nylon Lining • MemoryTech 
Massage Removable Cushion Footbed • Oil & Slip-Resistant 
Outsole • Color - Burgundy/Black 

Sizes: 6 -12 (Medium or Wide) 

iss‘!sr @ 



Reebok 


RB249 $99.99 

Reebok Composite Toe Athletic • Ultraknit Seamless Textile 
Upper • Moisture Wicking Ultrafine Nylon Lining • MemoryTech 
Massage Removable Cushion Footbed • Oil & Slip-Resistant 
Outsole • Color - Black/Coal Grey 

Sizes: 6 -12 (Medium or Wide) 

A?f 



Reebok 


RB211 $89.99 

Reebok Steel Toe Athletic • Dual-Layer Stretch Mesh Upper 
• Moisture Wicking Ultrafine Nylon Lining • MemoryTech 
Massage Removable Cushion Footbed • Astrofoam Cushion 
Midsole • Oil & Slip-Resistant Rubber Outsole • Color - Black/ 
Dark Grey 

Sizes: 6 -12 (Medium or Wide) 

* 2^3 % © 



Reebok 


RB307 $89^9 

Reebok Steel Toe Athletic • Dual-Layer Stretch Mesh Upper 
• Moisture Wicking Ultrafine Nylon Lining • MemoryTech 
Massage Removable Cushion Footbed • Astrofoam Cushion 
Midsole • Oil & Slip-Resistant Rubber Outsole • Color - Black/ 
Pink 

Sizes: 6 -12 (Medium or Wide) 

F2413 
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A7229 $99.99 

Avenger Steel Toe Athletic • Action Leather & Mesh Upper 

• Waterproof Membrane Construction • Double Cushion Insole 

• EVA Midsole • Oil & Slip-Resistant Outsole with Multi- 
Directional Lugs • Non-Metallic Hardware for Scratch Resistant 
Workplace Requirements • Color - Brown 

Sizes: 6 -10,11 (Medium or Wide) 



N2158 


$99.99 



Nautilus Composite Toe Athletic • Nylon Coated Mesh & 
Synthetic Leather Upper • Removable Dual-Density EVA Insole 

• EVA Midsole • Slip & Oil-Resistant Outsole • No Exposed 
Metal to Meet Scratch Resistant Workplace Requirements 

• Color - Black 


Sizes: 6 -10,11 (Medium or Wide) 


ASTM COMP 
F2413 TOE 




TMA1RVH $199.99 



Timberland Pro® Composite Toe Athletic • Abrasion Resistant 
Mesh Upper • Breathable and Moisture Wicking Lining with 
Antimicrobial Treatment • Anti-Fatigue Technology Polyurethane 
Footbed • Cement Construction • Slip-Resistant TPU Outsole 
• Color - Black 


Sizes: 5.5-10,11,12 (Medium) 


ASTM COMP 
F2413 TOE 



TMA19RV $119.99 



Timberland Pro® Composite Toe Athletic • Abrasion Resistant 
Mesh Upper • Breathable and Moisture Wicking Lining with 
Antimicrobial Treatment • Anti-Fatigue Technology Polyurethane 
Footbed • Cement Construction • Slip-Resistant TPU Outsole 
• Color - Black/Blue 

Sizes: 5.5 -10,11,12 (Medium) 

ASTM COMP A 

F2413 TOE ^ 
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cn-pgoagg $9ft99 

Caterpillar Steel Toe Athletic • Synthetic Nubuck with Nylon 
Mesh Upper • Nylon Mesh Lining • Dual-Density EVA Midsole 
• Nylex + Molded EVA Sock Liner • Strobel + Cement 
Construction • Color - Black/Baton Rouge 

Sizes: 5 -10,11 (Medium or Wide) 

^ 0 



PM642925 $109.99 

Puma Steel Toe Athletic • Safety Knit® Non-Metallic Upper 
• Vegan Friendly • BreathActive Functional Lining • Removable 
Evercushion® Miss Footbed • Slip & 572°F Fleat-Resistant 
Rubber Outsole • Color - Black 

Sizes: 5, 6 -10 (Medium) 


TMA1XHT 


$109.99 



Ubetiand 

Pie 


Timberland Pro® Composite Toe Athletic • Ripstop Nylon 
Upper • Breathable & Moisture-Wicking Lining with 
Antimicrobial Treatment • Anti-Fatigue Technology 
Polyurethane Footbed • Cement Construction • All Weather 
Oil, Fleat, Abrasion & Slip-Resistant Non-Marking TPU Outsole 
• Color - Black/Pink 


Sizes: 5.5 -10,11,12 (Medium) 


ASTM COMP 
F2413 TOE 




Reebok 


RB351 $99.99 

Reebok Steel Toe Athletic • Leather Upper • Moisture-Wicking 
Nylon Mesh Lining • MemoryTech Massage Removable 
Cushion Footbed • R52 Rebounding EVA Midsole • Slip & Oil- 
Resistant Rubber Outsole • Color - Black 

Sizes: 6-12 (Medium & Wide) 

F2413 eA 
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PM644125 $109.99 

Puma Steel Toe Athletic • Smooth Leather Upper • BreathActive 
Functional Lining • Evercushion® BA Footbed • Flexible FAP 
Midsole • Double-Density PU Slip-Resistant Sole with icell 
Element • Scuff Protected Toe Area • TPU Fleel Protection 
• Color - Black/Blue 

Sizes: 6-11 (Medium) Whole Sizes Only 



TIIIA1S66 $109^9 

Timberland Pro® A//o/roe Athletic • Premium Ripstop Nylon 
Upper • Breathable and Moisture Wicking Lining with 
Antimicrobial Treatment • Non-Metallic Shank • Oil, Abrasion & 
Slip-Resistant Non-Marking PU Outsole • Color- 
Black/Rose Gold 

Sizes: 5.5 -10,11 (Medium or Wide) 

FM13 



N1391 $109.99 

Nautilus Composite Toe Athletic • Nylon & Synthetic Leather 
Upper • Removable Anti-Fatigue PU Insole • EVA Midsole for 
Maximum Comfort • Durable Slip & Oil-Resistant Stabilizer 
Outsole • No Exposed Metal on Upper • Color - Grey/Periwinkle 

Sizes: 5-10,11,12 (Medium or Wide) 

F'sr.'ar0A?r 


ISI 1929939 


$139.99 



KEEN Utility Detroit XT Steel Toe Athletic • Waterproof Leather 
Upper • Waterproof Breathable Membrane • Moisture Wicking 
Textile Lining • Removable Metatomical PU Footbed • Oil & Slip 
Resistant Non-Marking Rubber Outsole • Cleansport NXT™ for 
Natural Odor Control • Reflective Webbing • Color - 
Brown/Amaranth 


Sizes: 5 -10,11 (Medium or Wide) 


ASTM 

F2413 
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N226S 


$99.99 


Nautilus steel Toe Athletic • Action Nubuck Leather & 
Microfiber Suede Upper • Dual-Density Insole for Reliable 
Support • EVA Midsole for Lightweight Comfort • Rubber Oil & 
Slip-Resistant Outsole • Color - Grey & Teal 


Sizes: 6 -10,11 (Medium or Wide) 






PM64291S $199.99 

Puma Steel Toe Athletic • Safety Knit®, Non-Metallic Upper 

• Removable Evercushion® MISS Footbed • Oil, Slip & 572°F 
Fleat-Resistant Rubber Sole • Vegan Friendly • TPU Toe & Heel 

• Cushioning IQ Cell Integrated in the Heel Area • Color - 
Grey/Pink 

Sizes: 5-10 (Medium) 

f“™3 ^ ^ 



RB045 $109.99 

Reebok Sublite A//oy Toe Athletic • Microfiber & Mesh Upper 

• Extra Wide Toe • Moisture-Wicking Nylon Mesh Lining 

• MemoryTech Massage Removable Cushion Footbed • Sublite 
EVA Cushion Midsole with Rubber Heel & Forefoot Pads • Slip 
& Oil-Resistant Outsole • Color - Grey & Turquoise 

Sizes: 6 -12 (Medium or Wide) 



Wig893 $99.99 

Wolverine Composite Toe Athletic • Mesh & TPU Upper 

• Removable Memory Foam Footbed • Cement Construction 

• High Performance RMAT® Rubber EVA Blend Midsole • Nylon 
Shank • Slip & Oil-Resistant Rubber Outsole • Color - Orange/ 
Purple 

Sizes: 5 -10,11 (Medium or Wide) 

‘fir ^ 07 ^ 
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1007017 $134.00 

KEEN Utility Atlanta Cool Steel Toe Athletic • Torsion Stability 
ESS Shank • Secure Fit Lace Capture System • Removable 
Metatomical Dual-Density EVA Footbed • Slip & Oil-Resistant 
Non-Marking Rubber Outsole • Color - Gargoyle 

Sizes: 5 -10,11 (Medium or Wide) 

F2413 



TMA1B7F $114.00 

Timberland Pro® Alloy Toe Athletic • Black Ripstop Nylon Upper 
with Printed Flex Design • Mesh Lining with Antimicrobial 
Treatment for Odor Control • Non-Metallic Shank for Structural 
Support • Slip & Abrasion-Resistant PU Outsole with Anti- 
Fatigue Technology • Color - Black 

Sizes: 5.5 -10,11 (Medium or Wide) 



TIIIIA1I54 $114.99 

Timberland Pro® A//oy Toe Athletic • Premum Ripstop Nylon 
with Abrasion-Resistant Screen Print Upper • Mesh Lining with 
Antimicrobial Treatment for Odor Control • Slip & Abrasion- 
Resistant PU Outsole with Anti-Fatigue Technology • Color - 
Black/Blue 

Sizes: 5.5 -10,11 (Medium or Wide) 



lunbetiand 

Pie 


TM92669 $199.99 


Timberland Pro® Powertrain A//oy Toe Athletic • Microfiber 
Leather & Textile Upper • Mesh Lining with Antimicrobial 
Treatment • Fiberglass Shank • Cement Construction for 
Flexibility • Abrasion & Slip-Resistant Non-Marking PU Outsole 
with Anti-Fatigue Technology • Color - Black/Pink 


Sizes: 5.5 -10,11 (Medium or Wide) 
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ATHLETIC 


WOMEN'S 


RB041 


$109.99 



Reebok 


Reebok Sublite>l//o/roe Athletic • Microfiber & Mesh Upper 

• Extra Wide Toe Cap • Moisture-Wicking Nylon Mesh Lining 

• MemoryTech Massage Removable Cushion Footbed 

• Sublite EVA Cushion Midsole • Slip & Oil-Resistant Outsole 

• Color - Black 


Sizes: 6-12 (Medium or Wide) 


p^rs 0 




pumn 




PM942005 $109.99 

Puma Steel Toe Athletic • Smooth Full-Leather Upper 

• BreathActive Functional Lining • Evercomfort Miss Footbed 

• Slip & 572°F Fleat-Resistant Rubber Sole • Color - White/ 
Purple/Pink 

Sizes: 5,6-10 (Medium) 




Reebok 


RB309 $99.99 

Reebok Steel Toe Athletic • Dual-Layer Stretch Mesh Upper 
• Moisture Wicking Ultrafine Nylon Lining • MemoryTech 
Massage Removable Cushion Footbed • Astrofoam Cushion 
Midsole • Oil & Slip-Resistant Outsole • Color - Dark Navy/ 
Fuchsia 

Sizes: 6-12 (Medium or Wide) 

F2413 



lunbetiand 


TMA1H1S $114.99 


Timberland Pro® A/Zo/Toe Athletic • Black Ripstop Nylon with 
Lavender Printed Hex Design Upper • Mesh Lining with 
Antimicrobial Treatment for Odor Control • Non-Metallic 
Shank for Structural Support • Slip & Abrasion-Resistant Anti- 
Fatigue Technology PU Outsole • Color - Black/Lavender 


Sizes: 5.5 -10,11 (Medium or Wide) 




SteelToeShoes.com 


1 - 866 - 737-7775 
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WOMEN'S 


ATHLETIC 



N1393 $109.99 

Nautilus Steel Toe Athletic • Nylon & Action Leather Upper 

• Removable Anti-Fatigue Polyurethane Insole • EVA Midsole 

• Highly Durable Slip & Oil Resistant Stabilizer Outsole • "Wide 
Area" Toe Cap • Color - Grey/Pink 

Sizes: 5 -10,11,12 (Medium or Wide) 



N2258 $99.99 


Nautilus Steel Toe Athletic • Mesh & Action Nubuck Leather 
Upper • Waterproof Breathable Membrane • Moisture-Wicking 
Lining • EVA Memory Foam Insole • EVA Midsole for 
Lightweight Comfort • Oil-Resistant Rubber Outsole • Color- 
Grey/Purple 

Sizes: 6 -10,11 (Medium or Wide) 


ASTM 

F2413 



RB251 


$199.99 



Reebok 


Reebok Steel Toe ZPrint Athletic • Seamless Textile & Mesh 
Upper • Moisture-Wicking Ultrafine Nylon Fabric Lining 

• MemoryTech Massage Removable Cushion Footbed 

• Foot-Mapped 3D Foam Midsole with Perimeter Grip • Oil, 
Abrasion, Chemical & Slip Resistant Outsole • Color - Black & 
Dark Grey 

Sizes: 6 -12 (Medium or Wide) 

F2413 A 



RB947 $199.99 

Reebok A//o/Toe Sublite Athletic • Leather Upper • Extra Wide 
Toe • Moisture-Wicking Nylon Mesh Lining • MemoryTech 
Massage Removable Cushion Footbed • Sublite EVA Cushion 
Midsole • Oil, Abrasion, Chemical & Slip Resistant Rubber 
Outsole • Color - Black 

Sizes: 4-12 (Medium or Wide) 

F2 ™3 © 
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CAT-P91013 $99.99 

Caterpillar Steel Toe Athletic • Suede & Mesh Upper • Moisture 
Wicking Mesh Lining • Single Density Ease Footbed • NXT 
Treated Mesh Footbed Lining • Strobel Construction • Slip & Oil- 
Resistant Outsole • Color - Cloudburst 

Sizes: 5-10 (Medium or Wide) 



RB939 


$199.99 



Reebok 


Reebok Composite Toe Sublite Athletic • Microfiber & Mesh 
Upper • Extra Wide Toe • Moisture Wicking Nylon Mesh Lining 

• MemoryTech Massage Removable Cushion Footbed • Sublite 
EVA Cushion Midsole with Rubber Fleel & Forefoot Pads 

• Color - Black 

Sizes: 6 -12 (Medium or Wide) 

ASTM COMP ylk 

F2413 TOE iSSjt 



Reebok 


RB949 $119.99 

Reebok A//o/Toe Sublite Athletic • Leather Upper • Extra Wide 
Toe • Moisture Wicking Nylon Mesh Lining • Foot Force® F2A 
Removable PU Cushion Footbed • Sublite EVA Cushion Midsole 

• Oil, Abrasion, Chemical & Slip Resistant Rubber Outsole 

• Color - Black 

Sizes: 6 -12 (Medium or Wide) 

p'sr. ^ 



N2154 $99.99 

Nautilus Composite Toe Athletic • Nylon Coated Mesh & Action 
Leather Upper • Removable Dual-Density EVA Insole • Oil & Slip 
Resistant Outsole • No Exposed Metal to Meet Scratch 
Resistant Workplace Requirements • Color - Blue/Green 

Sizes: 6 -10,11 (Medium or Wide) 

ASTM COMP 
F2413 TOE tgy 


SteelToeShoes.com 
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11 











WOMEN'S 


ATHLETIC 


RB046 


$99.99 



Reebok Sublite>l//o/roe Athletic • Microfiber & Mesh Upper 

• Extra Wide Toe • Moisture-Wicking Nylon Mesh Lining 

• MemoryTech Massage Removable Cushion Footbed • Sublite 
EVA Cushion Midsole with Rubber Heel & Forefoot Pads 

• Slip & Oil-Resistant Outsole • Color - Navy/Pink 


Sizes: 5-12 (Medium or Wide) 






N24S9 $109.99 

Nautilus Composite Toe Athletic • Mesh & Synthetic Upper 
• Lightweight Carbon Nanofiber Composite Toe Cap • Super 
EVA Cushioned CSD-Edge Insole • CSD Edge Midsole • Slip 
Resistant Rubber Outsole • Color - Grey/Purple 

Sizes: 5 -10,11 (Medium or Wide) 


iPl RB051 


$99.99 



Reebok 


Reebok Sublite Composite Toe Athletic • Microfiber & Knit 
Upper • Moisture-Wicking Nylon Mesh Lining • MemoryTech 
Massage Removable Cushion Footbed • Sublite EVA Cushion 
Midsole with Rubber Heel & Forefoot Pads • Slip & Oil-Resistant 
Outsole • Extra Wide Toe • Color - Hunter Green 

Sizes: 5 -12 (Medium or Wide) 

^ Ti' @ ?r 



FIII644195 $199.99 

Puma Steel Toe Athletic • Durable Microfibre with Highly 
Breathable Mesh Upper • Scuff Protected Toe Area • TPU Heel 
Protection • BreathActive Functional Lining • Evercushion® 

BA Footbed • Color - Black/Green 

Sizes: 6-11 (Medium) Whole Sizes Only 
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Reebok 


RB416 $109.99 

Reebok Steel Toe Athletic • Micro Web Upper • Removable 
FootFuel™ Injected EVA Cushion Footbed* Sublite Dual-Density 
Midsole • Rubber Slip Resistant Outsole • Color - Black 

Sizes: 6 -12 (Medium or Wide) 

F2413 A 



Reebok 


RB359 $99.99 

Reebok Steel Toe Metatarsal Athletic • Leather Upper 
• Moisture Wicking Nylon Mesh Lining • MemoryTech Memory 
Foam Cushion Removable Footbed • R52 Rebounding EVA 
Midsole • Oil, Abrasion, Chemical & Slip Resistant Rubber 
Outsole • Color - Black 

Sizes: 7-12 (Medium or Wide) 




miWm 

Reebok 


RB459-NEW $119.99 

Reebok Composite Toe Athletic • Suede & Mesh Upper • Nylon 
Mesh Lining • Removable EVA Cushion Insert with Sponge 
Rubber Fleel Wedge • EVA Cushion Midsole • Tri-Density Rubber 
Slip & Oil Resistant Outsole • Extra Wide Toe • Color - Black 

Sizes: 6-12 (Medium or Wide) 

ASTM COMP jSSt 
F2413 TOE 



Reebok 


RB354 $99.99 

Reebok Steel Toe Athletic • Leather Upper • No Exposed Metal 
on Upper • Moisture-Wicking Nylon Mesh Lining • Removable 
MemoryTech Memory Foam Cushion Footbed • Rubber 
Outsole with R52 Rebounding EVA Midsole • Color - Navy/ 

Light Blue/Grey 

Sizes: 6 -12 (Medium or Wide) 


SteelToeShoes.com 


1 - 866 - 737-7775 
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FLORSHEIM 


FS246 $124.99 

Florsheim Composite Toe Eurocasual Oxford • Leather Upper 

• Moisture-Wicking Nylon Mesh & Cambrelle Lining 

• Removable Foot Force® F2A Dual-Density PU Insert • PU 
Midsole • Slip, Oil, Chemical & Abrasion-Resistant Direct Inject 
Outsole with Rubber Bottom • Color - Black 

Sizes: 5 -12,13 (Medium or 3E Extra Wide) 



FLORSHEIM 


FS243 $124.99 

Florsheim Composite Toe Eurocasual Oxford • Full-Grain 
Leather Upper • Moisture-Wicking Nylon Mesh & Cambrelle 
Lining • Removable Foot Force® F2A Dual-Density PU Cushion 
Insert • Slip, Oil, Chemical & Abrasion-Resistant Outsole with 
Rubber Bottom & Fleel Airbag • Color - Copper 

Sizes: 5-13 (Medium or 3E Extra Wide) 



Tllllin52S $129.99 

Timberland Pro® Alloy Toe Casual • Full-Grain Polished 
Leather Upper • Antimicrobial Lining • Dynamic AntiFatigue 
Technology Footbed • Fiberglass Shank • Abrasion & Slip- 
Resistant Polyurethane Outsole • Color - Black 

Sizes: 5.5 -10,11 (Medium or Wide) 

sz tip ^ A 



MW494912 $124.99 

Mellow Walk Steel Toe Wedge Casual • Leather Upper 

• Drilex Lining • Removable Dreamfit Ultra-Comfort Footbed 

• Cement/Lock Stitched Sole Construction • Slip-Resistant SBR 
Rubber Outsole • Color - Charcoal/White 

Sizes: 5-11 (Medium) 

F2413 OAM 
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liinbetiand 

PW 


TMA1KJJ $129.99 

Timberland Pro® Riveter >l//oy Toe Slip-on Casual • Premium 
Full Grain Leather Upper • Mesh Lining with Antimicrobial 
Treatment for Odor Control • Dynamic Anti-Fatigue Technology 
PU Footbed • PU Midsole • Fiberglass Shank • Non-Marking 
Slip & Oil-Resistant TPU Outsole • Color - Brown 

Sizes: 5.5 -10,11,12 (Medium) 


mellow^alk 


11111114085 


$119.99 



Mellow Walk Steel Toe Slip-On Casual • Sporty Leather Upper 
• Ladies Last Comfort-Ortho Fit • Twin Elastic Gore System 
Moisture-Wicking Drilex Nylon/Foam Lining • Cement/Stitched 
Construction • Dual-Density PU Slip-Resistant Outsole • Color - 
Black 

Sizes: 5-10.5 (Medium) 

A M 



RB195-NEW $99.99 


Reebok Steel Toe Retro Jogger Wedge Sole Shoe • Suede 
Leather Upper • Brushed Nylon Lining • Removable EVA 
Cushion Insert with Sponge Rubber Fleel Wedge • Dual Density 
Outsole with EVA Wedge Midsole & Rubber Bottom • Color - 
Navy Blue 


Sizes: 6 -12 (Medium or Wide) 


ASTM 

F2413 



ROCKPORT 

S WORKS RP676 $114.99 



Rockport Steel Toe Shoe • Leather Upper • Brushed Microfiber 
Lining • Removable EVA Cushion Insert with Fleel Stabilizer 
Cup • Cushion EVA Midsole • Slip & Oil-Resistant Rubber Boat 
Shoe Outsole • Color - Crazy Florse Brown 

Sizes: 6-11 (Medium or Wide) 





SteelToeShoes.com 


1 - 866 - 737-7775 
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DRESS/CASUAL 



RB191-NEW $99.99 


Reebok Steel Toe Skateboard Casual • Suede Leather Upper 
• Moisture-Wicking Nylon Mesh Lining • Removable EVA 
Cushion Insert with Sponge Rubber Heel Wedge • EVA 
Cushion Midsole • Slip & Oil-Resistant Grip Master Rubber 
Outsole • Color - Black 


Sizes: 6-12 (Medium or Wide) 


ASTM 

F2413 





TM63189 $124.99 


Timberland Pro® Alloy Toe Oxford • Full-Grain Leather Upper 
• Mesh Lining • Molded PU Midsole • Nylon Stability Diffusion 
Shank • Abrasion & Oil-Resistant Rubber Outsole • Color - 
Brown 


Sizes: 5.5 -10,11 (Medium or Wide) 





TMAWFU 


$129.99 



limbetiand 


Timberland Pro® Composite Toe Shoe • Full-Grain Leather 
Upper • Breathable & Moisture-Wicking Lining with 
Antimicrobial Treatment • Anti-Fatigue Technology 
Polyurethane Footbed • Fiberglass Shank • Cement 
Construction • Heat, Abrasion, Oil & Slip-Resistant Non- 
Marking All Weather TPU Outsole • Color - Turkish Coffee 

Sizes: 5.5 -10,11,12 (Medium) 



RF909 $199.99 

Rockport Steel Toe Casual • Leather Upper • Imitation Leather 
Lining with Anti-Slip Heel Counter • Removable Wrapped 
Memory Foam Cushion Insert • TPR Slip-Resistant Outsole with 
90 Degree Heel • Color - Brown 

Sizes: 6-12 (Medium or Wide) 
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Check Online fer Seasenal Sales 


DRESS/CASUAL 


WOMEN'S 


FAVENGER 


A7164 


$109.99 



Avenger Composite Toe Oxford Casual • Full-Grain Leather 
Upper • Dual-Density Rebound Insole • PTFE Fligh Abrasion 
Chemical Resistant Thread • Direct Attached Dual-Density PU 
Outsole • Color - Brown 

Sizes: 6 -10,11 (Medium or Wide) 

^ %r # 0 



RP500 


$109^9 



ROCKPORT 


Rockport Steel Toe Slip On Casual • Nubuck Leather Upper 

• Side Zipper • Moisture Wicking Micromesh Lining 

• Removable EVA Cushion Footbed with truTECFI Shock 
Absorbing Fleel • Color - Black 


Sizes: 6-12 (Medium or Wide) 





□^rsheim FS240 


$124.99 



Florsheim Composite Toe Eurocasual Moc Toe Oxford 
• Leather Upper • Moisture-Wicking Nylon Mesh & Cambrelle 
Lining • Removable Foot Force® Dual-Density Insert • Super 
Soft PU Midsole & Slip-Resistant Rubber Bottom • Color - Dark 
Brown 

Sizes: 5-11 (Medium or 3E Extra Wide) 

ASTM COMP An 
F2413 TOE Ipy 



TM85599 $129.99 


TimberlandA//oy Toe Slip-On Casual • Premium Full-Grain 
Polished Leather Upper • Antimicrobial Lining • Dynamic Anti- 
Fatigue Technology Footbed • Fiberglass Stability Shank 
• Color - Brown 

Sizes: 5.5 -10,11 (Medium or Wide) 




lunbeiland 
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WOMEN'S 


DRESS/CASUAL 



ROCKPORT 

[O] WORKS 


RP673 $114.99 

Rockport Steel Toe Casual • Crazy Horse Leather Upper 

• Brushed Microfiber Lining • Cushioned EVA Midsole 

• Removable EVA Cushion Insert with Heel Stabilizer Cup • Slip 
& Oil-Resistant Rubber Boat Shoe Outsole • Color - Tan/Cream 

Sizes: 6-11 (Medium or Wide) 

F2413 


ROCKPORT 

[O] WORKS 


RP679 


$114.99 



Rockport Steel Toe Casual • Crazy Horse Leather Upper 

• Brushed Microfiber Lining • Cushioned EVA Midsole 

• Removable EVA Cushion Insert with Heel Stabilizer Cup • Slip 
& Oil-Resistant Rubber Boat Shoe Outsole • Color - Navy Blue/ 
Tan 

Sizes: 6-11 (Medium or Wide) 




MW482972 $124.99 

Mellow Walk Steel Toe Slip-On Casual • Leather Upper 

• Cement/Lock Stitched Sole Construction • Drilex Lining 

• Removable Dreamfit Ultra Comfort Footbed • Color - 
Charcoal/White 

Sizes: 5 -10,11 (Medium) 

(fi®) O A M 



mellow^alk 


MW492199 $119.99 


Mellow Walk Steel Toe Dress Casual • Leather Upper 
• Removable DreamFit Ultra-Comfort PU Footbed • Ladies Fit 
& Last • Cement Construction • Thermal Rubber Slip-Resistant 
Outsole • Color - Black 


Sizes: 5.5-11 (Medium) 
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Check Online fer Seasenal Sales 


DRESS/CASUAL 


WOMEN'S 



'fSi' % 




niAUTILUS 


N2I0 


$99.99 


Sizes: 5-10,11,12 (Medium/Wide) 


Nautilus Composite Toe Slip-On Casual • Water Resistant 
Action Leather Upper • "Wide Area" Toe Cap • EVA Midsole for 
Maximum Comfort • Highly Durable Slip & Oil-Resistant 
Stabilizer Outsole • Super Lightweight • Color - Black 


FLORSHEIM 



FS245 


$124.99 


Florsheim Composite Toe Slip-On Casual • Leather Upper 
• Extreme Flexibility • Moisture-Wicking Nylon Mesh & 
Cambrelle Lining • Removable Foot Force® Dual-Density 
Insert • Super Soft PU Midsole • Slip & Oil-Resistant Direct 
Attach Outsole with Rubber Bottom • Color - Brown 


Sizes: 5-11 (Medium or 3E Extra Wide) 


ASTM COMP 
F2413 TOE 


#A 



Sizes: 6 -10,11 (Medium or Wide) 


^<^AVENGER 


A7165 $199.99 

Avenger Composite Toe Slip-On Casual • Full-Grain Leather 
Upper • Dual-Density Rebound Insole • PTFE High Abrasion 
Chemical Resistant Thread • Direct Attached Dual-Density PU 
Slip & Oil-Resistant Outsole • Color - Brown 


RP591 $199.99 

ROCKPORT 



Rockport Steel Toe Slip On Casual • Nubuck Leather Upper 

• Side Zipper • Moisture-Wicking Micromesh Lining 

• Removable EVA Cushion Footbed with truTECH Shock 
Absorbing Heel Pad • Slip-Resistant ProWalker Rubber Outsole 

• Color - Dark Brown 


Sizes: 6 -12 (Medium or Wide) 


ASTM 

F2413 



SteelToeShoes.com 


1 - 866 - 737-7775 
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WOMEN'S 


DRESS/CASUAL 



FAVENGER 


A7151 


$99.99 


Avenger Composite Toe Casual • Full-Grain Leather Upper 
• Removable Perspiration Absorbing Dual-Density Insole • Slip 
& Oil-Resistant Rubber Outsole • Fiberglass Shank • Color - 
Black 


Sizes: 6 -10,11 (Medium or Wide) 


ASTM COMP jQRl 
F2413 TOE Wnj 


mellow^alk 


1111111420092 


$1ia09 



Mellow Walk Steel Toe Casual • Leather & Brushed Suede 
Upper • Ladies Last Comfort-Ortho Fit • Moisture-Wicking 
Drilex Nylon/Foam Lining • Removable DreamFit Anti-Static 
Comfort PU/Foam Footbed • Dual-Density PU Slip-Resistant 
Outsole • Color - Black 

Sizes: 5-11 (Medium) 

K413 #A M 




NAUTILUS 


N1631 


$114.99 



Nautilus Steel Toe Slip-On Casual • Full-Grain Water Resistant 
Leather Upper • Removable Anti-Fatigue PU Insole • EVA 
Midsole for Maximum Comfort • Flighly Durable Slip & Oil- 
Resistant Stabilizer Outsole • "Wide Area" Toe Cap • Color - 
Black 

Sizes: 5 -10,11,12 (Medium or Wide) 



FLORSHEIM 


FS28 


$199.99 


Florsheim Steel Toe Slip-On • Genuine Leather Upper • Comfort 
Gel Footbed for Long Lasting Comfort • Direct Attach 
Polyurethane Outsole • Color - Black 


Sizes: 6 -12 (Medium or 3E Extra Wide) 


<|T^ A 
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Check Online fer Seasenal Sales 


DRESS/CASUAL 


WOMEN'S 



ROCKPORT 


RP600 $109.99 

Rockport Steel Toe Casual • Leather Upper • Imitation Leather 
Lining with Anti-Slip Heel Counter • Removable Wrapped 
Memory Foam Cushion Insert • Rubber Slip-Resistant Outsole 
• Color - Black 

Sizes: 6-12 (Medium or Wide) 



91921 $114.99 

Nautilus Steel Toe Casual • Full-Grain, Water-Resistant Leather 
Upper • "Wide Area" Toe Cap • Removable Anti-Fatigue PU 
Insole • EVA Midsole for Maximum Comfort • Highly Durable 
Slip & Oil-Resistant Stabilizer Outsole • Color - Brown 

Sizes: 5 -10,11,12 (Medium or Wide) 

F^4r3 <l!^ A 



Reebok 


RB173-NEW $109.99 

Reebok Composite Toe Athletic • Suede Leather Upper • Nylon 
Mesh Lining • Removable EVA Cushion Insert with Sponge 
Rubber Heel Wedge • Slip & Oil Resistant Dual Density Outsole 
with EVA Cushion Midsole and Rubber Bottom • Extra Wide 
Toe • Color - Black 

Sizes: 6 -12 (Medium or Wide) 



ASTM 

F2413 




Sizes: 5-13 (Medium) Whole Sizes Only 


lndystri@l 


DMR12728200F 


$154.99 


Dr. Martens Steel Toe Casual • Full-Grain Leather Upper 

• Padded Ankle Collar • Double Stitched Upper • Moisture- 
Wicking Lining • Removable Insole • Standard Wood Shank 

• Slip, Oil, Fat, Petrol & Alkali Resistant Air-Cushipned SPT 
Outsole • Stitch Welted Construction • Color - Teak 


SteelToeShoes.com 


1 - 866 - 737-7775 
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WOMEN'S 


DRESS/CASUAL 



Cn'-P90266 $99^9 

Caterpillar Stee/Toe Casual • Smooth Pigmented Leather 
Upper • Nylon Mesh Lining • Nylex + Molded EVA Sock 
Liner • Strobel + Cement Construction • Dual-Density EVA 
Midsole • T1080 Oil, Heat, Abrasion & Slip-Resistant SRX 
Outsole • Color - Dark Grey/Mint 

Sizes: 5 -10,11 (Medium or Wide) 

^ 0 


ROCKPORT 

WORKS 


RP641 


$199^9 



Rockport Steel Toe Casual • Full Grain Leather & Textile Upper 
• Brushed Microfiber Lining • EVA Cushion Removable Footbed 
with Sponge Rubber Heel Wedge Sole • Slip & Oil-Resistant 
Rubber Outsole • Color - Brown/Tan 

Sizes: 6 -12 (Medium or Wide) 


RB036 


$109.99 



Reebok 


Reebok Composite Toe Sublite Athletic • Leather Upper 
• Moisture-Wicking Nylon Mesh Lining • MemoryTech Massage 
Footbed • Sublite EVA Cushion Midsole • Oil & Slip Resistant 
Outsole • Extra Wide Toe • Color - Black 

Sizes: 6 -12 (Medium or Wide) 


B04-9520-F 


$104.99 



Thorogood Composite Toe Slip-On Casual • Full-Grain Soft 
Leather & Action Leather Upper • Moisture-Wicking Comfort 
Weave Lining • Cement Construction • Super Light EVA Midsole 
• Composite Shank • Super Slip Resistant Rubber Outsole, 

Mark II Tested • Color - Black 

Sizes: 6-12 (Wide) 

ASTM COMP icn 
F2413 TOE y y 
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Check Online for Seasonal Sales 


BOOTS/HIKERS 


WOMEN'S 



cn-peosee $ 149.99 


Caterpillar Steel Toe Boot • Nubuck Upper • Nylon Mesh Lining 

• Mylex™ Sock Liner • Cement + Goodyear Welt Construction 

• PVC Midsole • SRX Extreme Slip-Resistant Outsole • Color - 
Frost Grey 

Sizes: 5 -10,11 (Medium or Wide) 






Cltr-P91922 $194.99 


Caterpillar Steel Toe Boot • Full-Grain Leather Upper • Moisture- 
Wicking Mesh Lining • Molded EVA Footbed • Cement 
Construction • Nylon Shank • Slip, Oil & Fleat Resistant T1260 
Outsole • Color - Black 


Sizes: 5 -10,11 (Medium) 5-10 (Wide) 


ASTM 

F2413 






RP668 $144.99 

Rockport Composite Toe 6" Boot • Full-Grain Waterproof 
Leather Upper • Moisture-Wicking Nylon Mesh • Removable 
EVA Cushion Insert with truTECFI Shock Absorbing Fleel & 
Rebounding Forefoot Pads • Slip & Oil-Resistant Dual-Density 
Outsole with PU Midsole & Rubber Traction Bottom • Extra Wide 
Toe Box • Color - Deer Tan 

Sizes: 6 -12 (Medium or Wide) 

ASTM COMP 

F2413 TOE VT 


CA1435 $159.99 


Carolina Composite Toe 8" Boot • Crazy Horse Leather Upper 
• Waterproof SCUBALINER™ • Tailbrelle Lining • Removable PU 
& Memory Foam Footbed • Welt Construction • Oil-Resistant 
One-Piece Rubber Outsole • Color - Copper 


Sizes: 6 -10,11 (Medium or Wide) 


ASTM COMP Jl^> 
F2413 TOE 



SteelToeShoes.com 


1 - 866 - 737-7775 


23 













WOMEN'S 


BOOTS/HIKERS 



^AVENGER 


A7123 


$109.99 


Avenger Composite Toe Hiker • Full-Grain Crazy Horse Leather 
Upper • Pillow Cushion Insole • Direct Attach Dual-Density PU 
Slip & Oil-Resistant Outsole • No Exposed Metal to Meet 
Scratch-Resistant Workplace • Color - Brown/Lilac Trim 

Sizes: 5 -10,11 (Medium or Wide) 


ASTM COMP 
F2413 TOE 






imdustriol 


DMR12721200F $194.99 


Dr. Martens Steel Toe 6" Boot • Full-Grain Leather Upper 

• Ballistic Mesh Padded Ankle Collar • Moisture-Wicking 
Lining • Removable Insole • Stitch Welted Construction 

• Standard Wood Shank • Slip, Oil, Fat, Petrol & Alkali-Resistant 
SPT Air-Cushioned Outsole • Color - Teak 


Sizes: 5-13 (Medium) Whole Sizes Only 






Reebok 


RB755 $134.99 

Reebok Composite Toe 6" Boot • Full-Grain Leather Upper 

• Moisture-Wicking Nylon Mesh Lining • Removable EVA 
Cushion Footbed with Sponge Rubber Heel • EVA Midsole with 
Aircom Heel Airbag • Slip, Oil & Abrasion-Resisant Dual- 
Density Outsole with Durable Athlite Traction Rubber Bottom 

• Color - Dark Brown 

Sizes: 6-11 (Medium or Wide) 



JOW-WKUSI $139.99 


Justin Original Steel Toe 6" Boot • Aged Bark Leather Upper 
• Gypsy Round Toe • Steel Shank • J-Flex Flexible Comfort 
System Insole • Steel Shank • Rubber Slip & Oil-Resistant Non- 
Marking Outsole • Color - Brown/Pink 

Sizes: 5-11 (Medium) 


ASTM 

F2413 
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Check Online for Seasonal Sales 


BOOTS/HIKERS 


WOMEN'S 



Reebok 


RB765 $159.99 

Reebok Composite Toe 6" Boot • Full-Grain Leather Upper 
• Moisture-Wicking Nylon Mesh Lining • Removable EVA 
Cushion Footbed with Sponge Rubber Fleel Wedge • Slip & Oil- 
Resistant Dual Density Outsole with Direct Attached Durable 
Athlite Traction Rubber Bottom • Color - Black 

Sizes: 6 -12 (Medium or Wide) 



N2251 


$109^9 


Nautilus Steel Toe Boot • Mesh & Action Nubuck Leather Upper 
• EVA Memory Foam Insole • EVA Midsole for Lightweight 
Comfort • Moisture-Wicking Lining for Dry Comfort • Oil- 
Resistant Rubber Outsole • Color - Grey/Purple 


Sizes: 6 -10,11 (Medium or Wide) 







Reebok 


RB455 $119.99 

Reebok Composite Toe Fliker Boot • Leather Upper • Nylon 
Mesh Lining • Waterproof Membrane • Removable EVA Cushion 
Insert with Sponge Rubber Fleel Wedge • Slip & Oil-Resistant 
Dual Density Outsole with Direct Attached Rubber Bottom & PU 
Cushion Midsole • Color - Black 

Sizes: 6-12 (Medium or Wide) 




Reebok 


RB444 $119.99 

Reebok Composite Toe Fliker Boot • Leather Upper • Nylon 
Mesh Lining • Waterproof Membrane • Removable EVA Cushion 
Insert with Sponge Rubber Fleel Wedge • Slip & Oil-Resistant 
Dual-Density Outsole with Direct Attached Rubber Bottom & PU 
Cushion Midsole • Color - Brown 

Sizes: 6-12 (Medium or Wide) 


SteelToeShoes.com 


1 - 866 - 737-7775 
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WOMEN'S 


BOOTS/HIKERS 



J0W-WKI9980 $139.99 

Justin Original Steel Toe 8" Boot • Leather Upper with Perfed 
Saddle Vamp • Gypsy Round Toe • Steel Shank • J-Flex Flexible 
Comfort System Insole • Rubber Slip & Oil-Resistant Non- 
Marking Outsole • Color - Aged Bark 

Sizes: 5-11 (Medium) 

^ @ 



W10699 $11ft99 

Wolverine Steel Toe 10" Wellington • Full-Grain Leather Upper 
• Moisture Wicking Mesh Lining • Removable Full-Cushioned 
Footbed • Nylon Shank • Cement Construction • Rubber Lug 
Oil, Abrasion & Slip-Resistant Outsole • Color - Dark Brown 

Sizes: 5 -10,11 (Medium) 5-10 (Wide) 




limberiand 

R.® 


TM28388 $129.99 


Timberland Titan® AZ/oy Toe 6" Boot • Full-Grain Leather 
Upper • Breathable & Moisture-Wicking Lining with 
Antimicrobial Treatment • Cement Construction for Flexibility & 
Reduced Break-in Time • Color - Brown 


Sizes: 5.5 -10,11 (Medium or Wide) 


ASTM 

F2413 




PM834955 $119.99 

Puma Steel Toe Boot • Durable Microfibre Upper • BreathActive 
Functional Lining • Evercushion® BA Footbed • Double-Density 
PU Slip-Resisant Sole with icell Element • Color - Black/Blue 

Sizes: 5-11 (Medium) Whole Sizes Cniy 

F*^r3 ^ ^ A 
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Check Online for Seasonal Sales 


BOOTS/HIKERS 


WOMEN'S 



W10180 $129.99 

Wolverine Composite Toe 6" Boot • Roughneck Leather Upper 

• Wave Mesh with Waterproof Membrane Lining • Removable 
Air Cell PU Cushion Footbed • Compression Molded EVA 
Midsole • Nylon Shank • Rubber Oil & Slip-Resistant Outsole 

• Color - Brown 

Sizes: 5 -10,11 (Medium) 5-10 (Wide) 



RD3315 


$159^9 


Durango Steel Toe Western Boot • Full-Grain Leather Upper 
• Soft Mesh Lining • Cushion Flex Insole • Tempered Steel 
Shank • Square Toe • 1 Fleel • Ultra Lightweight, Abrasion- 
Resistant, Dual-Density Outsole • Color - Dark Brown 


Sizes: 6-10 (Medium) 


ASTM 

F2413 





MW412199 $159.99 

Mellow Walk Steel Toe Boot • Kasmir Leather Upper • Ladies 
Fit Last and Fit • Removable DreamFit Ultra-Comfort PU 
Footbed • Cement Construction • Thermal Rubber Slip-Resistant 
Outsole • Color - Black 

Sizes: 5.5-11 (Medium) 

^13 ^ © V M 



A7138 


$119.99 


Avenger Steel Toe Boot • Full-Grain Leather Upper • Waterproof 
Membrane Construction • Removable Double Cushion Sock- 
Liner • Lenzi® Puncture-Resistant Plate • Flex Welt 
Construction • Oil & Slip-Resistant Outsole • Color - Brown 

Sizes: 6 -10,11 (Medium or Wide) 


ASTM 

F2413 





SteelToeShoes.com 


1 - 866 - 737-7775 
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WOMEN'S 


BOOTS/HIKERS 



D83883 


$149.99 


Harley Davidson Steel Toe Boot • Leather Upper • Mesh Lining 
• Cement Construction • Rubber Outsole • YKK® Locking 
Inside Zipper • Color - Black 

Sizes: 5 -10,11 (Medium) 


ASTM 

F2413 




^AVENGER 


17124 


$99.99 


Avenger Steel Toe Hiker • Full-Grain Leather Upper 
• Removable Dual-Density Insole with Extra Cushioning for 
Added Comfort • Direct Attach Dual-Density PU Slip & Oil- 
Resistant Outsole • Color - Black/Purple Trim 


Sizes: 6 -10,11 (Medium or Wide) 


ASTM 

F2413 






TMA1KJ8 $134.99 


Timberland Pro® Steel Toe 6" Boot • Nubuck Upper • 200 
Grams Thermolite® Insulation • Waterproof Seam-Sealed 
Construction • Breathable and Moisture Wicking Lining with 
Antimicrobial Treatment • Slip & Oil-Resistant Rubber Outsole 
• Color-Wheat 


Sizes: 5.5 -10,11,12 (Medium) 


ASTM 

F2413 


(Sf^ 




limbetiand 


TM72399 $129.99 


Timberland Titan® A//oy Toe 6" Boot • Full-Grain Leather 
Upper • Mesh Lining with Agion Antimicrobial Treatment for 
Odor Control • PU Footbed with Outlast Adaptive Comfort 
Technology for Breathable Comfort & Drier Feet • Cement 
Construction for Flexibility • Slip & Oil Resistant Rubber 
Outsole • Color - Black 


Sizes: 5.5 -10,11 (Medium or Wide) 
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Check Online for Seasonal Sales 


BOOTS/HIKERS 


WOMEN'S 



'AVENGER 


A7129 $99^9 

Avenger Steel Toe Hiker • Full-Grain Leather Upper • Waterproof 
Membrane Construction • Removable Dual-Density Insole with 
Extra Cushioning for Comfort • Direct Attach Dual-Density PU 
Slip & Oil-Resistant Outsole • Color - Brown/Fuchsia Trim 

Sizes: 6 -10,11 (Medium or Wide) 

p'f™3 ® @ 



MW446128 $139.99 

I Mellow Walk Composite Toe Slip-On Boot • Soft-Touch Leather 
Upper • Moisture Wicking Drilex Nylon/Foam Lining 

• Removable DreamFit Comfort PU/Foam Footbed • Cement/ 
Stitched Construction • Dual-Density PU Slip-Resistant Outsole 

• Twin Elastic Gore • Color - Black 

Sizes: 5.5-11 (Medium) 





indiisfoal 


DMR137332giF $159.99 

Dr. Martens Steel Toe Boot • Water-Resistant Full-Grain Leather 
Upper • Moisture-Wicking Lining • Removable Insole • Stitch 
Welted Construction • Standard Wood Shank • Slip, Oil, Fat, 
Petrol & Alkali Resistant SPT Air-Cushioned Outsole • Color - 
Gaucho 

Sizes: 5-13 (Medium) Whole Sizes Only 

A 



941429 $159.99 


Carolina Steel Toe 8" Boot • Leather Upper • Waterproof 
SCUBALINER™ • Taibrelle Lining • Welt Construction • Steel 
Shank • One-Piece Rubber Lug Outsole • Color - Black 


Sizes: 6 -10,11 (Medium or Wide) 


ASTM 

F2413 



SteelToeShoes.com 


1 - 866 - 737-7775 
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WOMEN'S 


BOOTS/HIKERS 



Reebok 


RB750 


$129.99 


Reebok Composite Toe 6" Boot • Leather Upper • Nylon Mesh 
Lining • Removable EVA Cushion Midsole with Sponge 
Rubber Heel Wedge • Slip & Oil-Resistant Dual-Density Outsole 
with Direct Attached Durable Athlite Traction Rubber Bottom 
• Aircom™ Heel Airbag • Color - Black 


Sizes: 6 -12 (Medium or Wide) 


ASTM COMP 
F2413 TOE 





Reebok 


RB864 $129.99 

Reebok Composite Toe 6" Side Zip Boot • Smooth Leather & 
Ballistic Nylon Upper • Nylon Mesh Lining • Removable Foot 
Force® F2A PU Cushion Insert with Shock Eliminator Heel 
Cushion • Dual Density Oil & Slip-Resistant Outsole with 
Mountain Trail Rubber Bottom & EVA Cushion Midsole • Extra 
Wide Toe Cap • Color - Black 

Sizes: 6 -12 (Medium or Wide) 

ASTM COMP j/SSt 
F2413 TOE yy 



CA162B $159.99 


Carolina Composite Toe 6" Boot • Leather Upper • Pillow 
Cushion Insole • Removable AG7 PU Footbed • Cement 
Construction • Slip-Resistant Rubber Outsole • Color - Brown 

Sizes: 6 -10,11 (Medium or Wide) 


ASTM COMP 
F2413 TOE 





CAT-P9B562 $134.99 

Caterpillar Steel Toe Boot • Split Suede/Wool Upper • Nylon 
Mesh Lining • Nylex Sock Liner • Cement + Goodyear Welt 
Construction • PVC Midsole • T1170 Slip-Resistant Outsole 
• Color - Black 

Sizes: 5-11 (Medium or Wide) 


SteelToeShoes.com 


1 - 866 - 737-7775 
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Check Online for Seasonal Sales 


BOOTS/HIKERS 


WOMEN'S 



TMA1KIT $154.99 


Timberland Pro® Moy Toe Boot • Full-Grain Leather Upper 

• Waterproof Membrane • Mesh Lining with Antimicrobial 
Treatment • Anti-Fatigue Technology PU Footbed • Fiberglass 
Shank • Slip & Oil-Resistant Non-Marking TPU Outsole 

• Color - Brown 


Sizes: 5.5-10,11,12 (Medium) 


ASTM 

F2413 






Reebok 


RB438-NEW $154.99 

Reebok Composite Toe Fliker • Nubuck Leather Upper • Nylon 
Mesh Lining • Removable Foot Force® F2A Dual Density PU 
Cushion Insert with Shock Eliminator Heel Cushion • Slip & Oil- 
Resistant Outsole with Rubber Bottom & EVA Cushion Midsole 
• Extra Wide Toe • Color - Golden Tan 

Sizes: 5-13 (Medium or Wide) 



mifSm 

Reebok 


RB437-NEW $159.99 

Reebok Composite Toe Hiker • Nubuck Leather Upper • Nylon 
Mesh Lining • Removable Foot Force® Dual-Density PU 
Cushion Insert • Slip & Oil-Resistant Dual Density Outsole with 
Rubber Bottom & EVA Cushion Midsole • Extra Wide Toe 
• Color - Golden Tan 

Sizes: 5-13 (Medium or Wide) 



Reebok 


RB143 $124.99 

Reebok A//o/Toe Metatarsal Guard Athletic • Full-Grain Leather 
Upper • Moisture Wicking Nylon Mesh Lining • Removable 
MemoryTech Massage Cushion Footbed • Sublite EVA Cushion 
Midsole with Rubber Heel & Forefoot Pads • Color - Black 

Sizes: 6-12 (Medium or Wide) 


SteelToeShoes.com 


1 - 866 - 737-7775 
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WOMEN'S 


BOOTS/HIKERS 



A7146 $114.99 

Avenger Composite Toe Boot • Full-Grain Leather Upper 
• Removable Double Cushion EVA Insole • Direct Attach Dual- 
Density Slip & Oil-Resisant PU Outsole • Color - Brown/Fuchsia 
Trim 

Sizes: 6 -10,11 (Medium or Wide) 



S04-4«0S-r $15ft99 


Thorogood Composite Toe Boot • Tumbled Full-Grain Leather & 
Flellcore Abrasion Resistant Vamp/Counter • Removable Single 
Density PU SFIOCK ZONE Footbed • Cement Construction 
• Slip-Resistant Z-Trac ASR Rubber Outsole with Integrated EVA 
Impact Pads • Color - Brown/Black 

Sizes: 6-12 (Wide) 


ASTM COMP 
F2413 TOE 




CM'-P99399 $139.99 


Caterpillar Steel Toe 6" Slip-On Boot • Full-Grain Leather Upper 

• Nylon Mesh Lining • Nylex + PU Foam Sock Liner • PVC 
Midsole • Cement + Goodyear Welt Construction • T1170 
Rubber Oil, Abrasion, Fleat & Slip-Resistant SRX Outsole 

• Color - Oak 


Sizes: 5 -10,11 (Medium) 5-10 (Wide) 




RP635 $144.99 

Rockport Composite Toe 6" Boot • Full-Grain Waterproof 
Tumbled Leather • Hydro-Shield Waterproof Bootie • Moisture- 
Wicking Nylon Mesh Lining • Removable EVA Cushion Footbed 
with truTECH Shock Absorbing Heel & Forefoot Pad • Slip & Oil- 
Resistant Dual Density Outsole with Direct Attached PU 
Midsole & Rubber Traction Bottom • Color - Black 

Sizes: 6-12 (Medium or Wide) 
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Check Online for Seasonal Sales 


BOOTS/HIKERS 


WOMEN'S 



GE3374 $139.99 


Georgia Giant Steel Toe 6" Boot • Full-Grain Leather Upper 
• Internal Padded Collar & Gusset • Unlined Quarters • Covered 
Cushion Insole • Goodyear Welt Construction • Oil-Resistant 
Polyurethane Outsole • Color - Soggy Brown 


Sizes: 5 -10,11 (Medium) 6 -10,11 (Wide) 






Reebok 


RBStS 


$149.99 


Reebok Composite Toe 8" Side Zipper Boot • Cattle Hide 
Leather & Ballistic Nylon Upper • Nylon Mesh Lining 
• Removable Foot Force ® F2A PU Cushion Footbed • Slip & 
Oil-Resistant Dual Density Outsole with Mountain Trail Rubber 
Bottom & EVA Cushion Midsole • Extra Wide Toe • Color - 
Coyote 

Sizes: 5-12 (Medium or Wide) 


ASTM COMP 
F2413 toe 




IRON^AGE 


IA597 


$99.99 


Iron Age Composite Toe 6" Boot • Leather Upper • Moisture- 
Wicking Nylon Mesh Lining • Removable EVA Cushion Insert 
with Sponge Rubber Heel Wedge • EVA Cushion Midsole 
with Rubber Outsole • Color - Black 


Sizes: 6-12 (Medium or Wide) 


ASTM COMP 
F2413 TOE 





Reebok 


RB142 $119.99 

Reebok A//oy Toe Athletic • Leather Upper • Moisture-Wicking 
Nylon Mesh Lining • Removable MemoryTech Massage 
Cushion Footbed • Sublite EVA Cushion Midsole • Slip & Oil- 
Resistant Rubber Outsole • No Exposed Metal on Upper 
• Color - Black 

Sizes: 6-12 (Medium or Wide) 

f“™3 @ 
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WOMEN'S 


BOOTS/HIKERS 



W10181 


$129.99 


Wolverine Composite Toe 6" Boot • Roughneck Leather Upper 

• Wave Mesh Lining with Waterproof Membrane • Removable 
Air Cell PU Cushion Footbed • Cement Construction 

• Compression Molded EVA Midsole • Rubber Oil, Abrasion, 
Chemical, Heat & Slip-Resistant Rubber Outsole • Color - Black 

Sizes: 5 -10,11 (Medium) 5-10 (Wide) 


ASTM COMP 
F2413 TOE 




GB99158 $149.99 


Georgia Boot 5" Composite Toe Hiker • Full-Grain Leather 
Upper • Highly Breathable Moisture-Wicking Lining 
• Technology Driven Comfort Insole • Flexible Cement 
Construction • Nylon Shank • EVA Midsole • Oil & Slip-Resistant 
Rubber Outsole • Color - Dark Brown 


Sizes: 6-10 (Medium or Wide) 


ASTM COMP 
F2413 TOE 




RB874 


$149.99 


Reebok Composite Toe 8" Stealth Side Zipper Boot • Leather 
& Ballistic Nylon Upper • Moisture Wicking Nylon Mesh Lining 
• Removable Foot Force® F2A PU Cushion Footbed • Dual- 
Density Oil, Slip & Chemical Resistant Outsole with Rubber 
Bottom & EVA Cushion Midsole • Color - Black 


Sizes: 5-11 (Medium or Wide) 


ASTM COMP 
F2413 TOE 




Reebok 


RB894 


$149.99 


Reebok Composite Toe 8" Stealth Side Zipper Boot • Suede 
Leather & Ballistic Nylon Upper • Moisture Wicking Nylon Mesh 
Lining • Removable Foot Force® F2A PU Cushion Insert 
• Dual-Density Slip, Oil & Chemical-Resistant Outsole with 
Rubber Bottom & EVA Cushion Midsole • Color - Desert Tan 


Sizes: 5-11 (Medium or Wide) 


ASTM COMP 
F2413 TOE 
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Check Online for Seasonal Sales 


BOOTS/HIKERS 


WOMEN'S 



CAT-P90394 $134.99 


Caterpillar Steel Toe Boot • Full-Grain Leather Upper • Nylon 
Mesh Lining • Sketch Mesh + PU Molded Sock Liner • Cement + 
Goodyear Welt Construction • PVC Midsole ‘71170 Rubber Oil, 
Abrasion, Heat & Slip-Resistant SRX Outsole • Color - Bark 


Sizes: 5-10 (Medium or Wide) 






RP664 $144.99 

Rockport Composite Toe 6" Boot • Waterproof-Tumbled Full- 
Grain Leather Upper • Moisture-Wicking Nylon Mesh Lining 
• Removable EVA Cushion Footbed with truTECH Shock 
Absorbing Heel Pad & Forefoot Pad • Slip & Oil-Resistant Dual 
Density Outsole with Direct Attached PU Midsole & Rubber 
Traction Bottom • Extra Wide Toe Cap • Color - Brown 

Sizes: 6-12 (Medium or Wide) 



TMAISSW $139.99 


Timberland Pro® Composite Toe Boot • Ever-Guard™ Leather 
Upper • Waterproof Membrane • Breathable & Moisture Wicking 
Lining with Antimicrobial Treatment • Anti-Fatigue Technology 
PU Footbed • Slip & Oil-Resistant Non-Marking Rubber Outsole 
• Color - Black 


Sizes: 5.5 -10,11,12 (Medium) 


ASTM COMP 
F2413 TOE 




CWF1259 


$199.99 


Carhartt Steel Toe 11" Wellington Boot • Oil Tanned Leather 
& Abrasion Resistant Cordura Upper • Storm Defender® 
Waterproof Breathable Membrane • OrthoLite Insole 
• Goodyear Welt Construction • Oil, Chemical, & Slip-Resistant 
Rubber Outsole • Color - Brown 


Size: 6-11 (Medium) 


ASTM 

F2413 
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WOMEN'S 


BOOTS/HIKERS 




CB173050 $264.99 

Chippewa Boots Steel Toe 8" Logger • Oiled Waterproof 
Leather Upper • Chip-A-Tex Waterproof Bootie • 400 Grams 
Thinsulate™ Ultra Insulation • Texon Insole • Removable 
Cushion Orthotic • Steel Shank • Goodyear Leather Welt 
Construction • Vibram® One Piece Logger Outsole 
• Color - Black 

Sizes: 6-11 (Medium) 



DH2411 $144.99 

Double H Composite Toe 11" Western • Leather Upper • Double 
Tuff PU Insert • Plastic Storm Welt • Rubber Midsole • ICE™ 

Unit Outsole with EVA Wedge • Color - Brown 

Sizes: 6-10 (Medium) 



RP465 $149.99 

Rockport Composite Toe 6" Metatarsal Guard • Leather Upper 
• Moisture-Wicking Nylon Mesh Lining • Removable EVA 
Cushion Insert with Shock Absorbing Heel • Direct Attach 
PU Midsole • Dual-Density Outsole with Slip-Resistant Rubber 
Traction Bottom • Color - Black 

Sizes: 6-12 (Medium or Wide) 




CBU2S $149.99 

Carolina A/um/num Toe 5" Metatarsal Guard • Full-Grain 
Leather Upper • Mesh Lining • Pillow Cushion™ Insole 

• Removable EVA Footbed • Cement Construction • EVA 
Midsole • Non-Metallic Shank • Rubber Slip-Resistant Outsole 

• Color - Brown 

Sizes: 6 -10,11 (Medium or Wide) 
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METATARSAL GUARD 


WOMEN'S 


Check Online fer Seasenal Sales 



Reebok 


RB167-NEW $129.99 

Reebok Composite Toe Mid-Athletic Flex-Met® Metatarsal 
Guard • Leather Upper • Moisture-Wicking Nylon Meshing Lining 
with Waterproof Bootie • Removable FootFuel™ Injected EVA 
Cushion Footbed • EVA Cushion Midsole • Rubber Outsole 
• Extra Wide Toe • Color - Black 

Sizes: 6 -12 (Medium or Wide) 




McRae Steel Toe Metatarsal Guard • Suede Full-Grain Leather 
Upper • Nylon Lace Loops with Eyelet Set On a Stainless Steel 
Washer • Fiberglass Shank • Phylon Midsole • Fligh Abrasion, 
Oil-Resistant Rubber Outsole • Poron® XRD® Flexible Internal 
Metatarsal Guard • Color - Black/Grey/Purple 

Sizes: 6 -10,11 (Medium or Wide) 


MR47399 


$194.99 


iMcRael 


INDUSTRIAL 


ROCKPORT 

s>] WORKS 


RP634 


$129.99 



Rockport Steel Toe Metatarsal Guard • Crazy Florse Leather 
Upper • Brushed Microfiber Lining • Removable EVA Cushion 
Footbed with Fleel Stabilizer Cup • Cushion EVA Midsole • Slip, 
Oil, Abrasion & Chemical-Resistant Rubber Boat Shoe Outsole 
• Poron® XRD® Internal Metatarsal Guard • Color - Brown 


Sizes: 6-11 (Medium or Wide) 


ASTM 

F2413 




Reebok 


RB655 $149.99 

Reebok Composite Toe 6" Sport Metatarsal Guard • Leather 
Upper • Moisture-Wicking Nylon Mesh Lining • Removable 
EVA Cushion Insert with Sponge Rubber Fleel Wedge • PU 
Cushion Midsole • Slip & Oil-Resistant Outsole with Athlite 
Traction Rubber Bottom and 90 Degree Fleel • Color - Black 

Sizes: 6 -12 (Medium or Wide) 

p'sr.'Si' ® O @ 
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ACCESSORIES 


MORE ITEMS ONLINE 

No returns or exchanges on accessories 



889-8000 $1&99 

Thorogood Dual-Density PU "Shock Zone" Removable Insert 

• Reduces Fatigue Due to Long Hours of Standing or Walking 

• Soft Comfort Weave Lining • Removable & Washable 

• Contoured Heel Cup Gives Superior Fit & Support • Sizes: 

XS - XXL (Men's & Women's Size Chart Available Online) 



ENERGEl-WORK M $19.95 

U. S. A. 

One Pair Of ENER-GEL Work Comfort Insoles • Hi-Rebound 
Energy Return Bio-Renu Foam™ & Shock Absorbing Gel 
• Contoured Heel Cup for Added Support • Vibe-Design 
Comfort Gel In High Impact Areas • Ideal For Walking or 
Standing On Hard Surfaces • Sizes: Small or Large (Men's & 
Women's Size Chart Available Online) 


ACC-ImpactO-MEM ■ $26.95 

U. S. A. 

Memory Foam Anti-Fatigue Insert • Designed to Provide 
Outstanding Comfort, Impact Absorption & Support • Helps 
Reduce Fatigue When Standing on Hard Surfaces for Long 
Periods • Molded Style Insole Offers Exceptional Heel & Arch 
Support • Color - Orange/Black • Sizes: XS - 2XL (Men's & 
Women's Size Chart Available Online) 



1917334 $14.95 

KEEN Utility K-10 Utility Insert • Anatomic Shape to Provide 
Comfortable Support for the Entire Foot • Dual-Density Heel 
Support Provides Cushioning & Optimum Feel • Antimicrobial 
Cleansport NXT™ • Quick-Dry Performance Technology 
• Color: Yellow/Black • Sizes: Small, Medium, Large or XLarge 
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MORE ITEMS ONLINE 

No returns or exchanges on accessories 


ACCESSORIES 


KG’S Boot Guard 



Superior Protection From Toe Wear, Water Seepage Along 
Welt, and Seam Erosion • Can Be Applied to New or Used 
Boots • Bonds to Leather, Rubber, Cordura, Vinyl, and Even 
Exposed Steel • Applicator Can Be Cleaned with Mineral Spirits 
for Reuse • Each 2 oz. Jar Typically Contains Enough Coverage 
for One Pair of Boots • Each 4.5 oz. Jar Typically Contains 
Enough Coverage for About Three Pairs of Boots • Color - 
Brown or Black 


KGS-2oz(2ozJ $17.95 

KGS-450Z(4.50Z.) $19.95 



Toes-2-Go 


$39.95 


Impacto Toes-2-Go Adjustable Strap Steel Toe Overshoe 
• Meets ASTM F2412-11 and ASTM F2413-11 • Adjustable Heel 
Strap • Made of Flexible, Pliable PVC • Treads Under Sole to 
Prevent Slipping • Perfect for Visitors, Casual or Temporary 
Workers • Can Be Worn Comfortably Over Low-Heel, Dress & 
Running Shoes As Well As Most Boots • Will Not Harden or 
Crack • Color - Black + Toe Color 

Sizes: Small - Large (Size Chart Available Online) 

"241” 



TurboToe $34.95 

Impacto TurboToe Steel Toe Overshoe • Meets ASTM 
F2412-11 and ASTM F2413-11 • Made of Flexible, Pliable PVC 

• Treads Under Sole to Prevent Slipping • Perfect for Visitors, 
Casual or Temporary Workers • Will Not Harden or Crack 

• Color - Black + Toe Color 

Sizes: XXSmall - XXXLarge (Size Chart Available Online) 


SteelToeShoes.com 


1 - 866 - 737-7775 


39 







ACCESSORIES 


MORE ITEMS ONLINE 

No returns or exchanges on accessories 



SK2018 m $23.95 

U. S. A 

3-Pair Pack Ultimate Tehnology Socks • Moisture-Wicking 
Acrylic Performance Micro Fiber • Extra-Wide, Non-Restrictive 
Top Stretches Without Binding or Slipping Down • Flat, Soft 
Special Toe Closure Helps Prevent Pressure Sores & Irritation 
• Colors - Black, White, Khaki • Sizes: Medium, Large, 

Extra Large 




W91102670 M $18.95 

4-Pair Pack Wolverine Cotton Crew Socks • Cotton Full 
Cushion Comfort • Smooth Toe Seams for All Day Comfort 
• Ribbed Stay-Up Top for Secure, Comforable Fit • 79% Cotton, 
21 % Nylon • Colors - Black, Grey or White • Sizes: Medium or 
Large 


MADE IN 

W97927279 B $19.95 

U. S. A. 

2-Pair Pack Women's Wolverine Wool Socks • Naturally 
Moisture Wicking Comfort • Thermally Insulated Wool Blend 

• Naturally Odor Resistant • Embedded Arch Support Fights 
Against Foot Fatigue • Reinforced Heel &Toe • Ribbed Stay-Up 
Top • Smooth Toe Seams • 60% Acrylic, 20% Merino Wool, 

17% Nylon, 3% Spandex • Colors - Grey/Purple or Grey/Pink 

• Size: Medium 


STSKEV1AR®IACES 



SteelToeShoes.com 


One Pair of STS Kevlar® Boot Laces • Flame Resistant 100% 
Spun Kevlar® • Paraffin Wax Coated • Abrasion Resistant to 
50,000 Rubs With No Significant Wear • 54" Fits Most 6" 
Boots • 72" Fits Most 8" Boots • For Best Results, Please 
Measure Your Existing Laces Before Ordering • Color - Black 
or Brown 


GWP587 (54" Black) 

$ft95 

GWP598 (72" Black) 

$9.95 

GWP599 (54" Brown) 

$9.95 

GWP519 (72" Brown) 

$9.95 
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Legend 

SlTlilL-TOlil-SIIOlilS.COM 



Meets or Exceeds astm r24i3 astm 
1/75 c/75 impact & Compression 
Ratings, (Formerly ANSI) 


steel safety Toe Cap CSTEEl 


Composite safety Toe Cap 


Aluminum/Alloy safety Toe Cap 


Metatarsal Guard 


COMP 

TOE 




water Resistant M'pli 


insulated 


Slip-Resistant fSR] 




ri™ Electrical Hazard Rated 

# 


static Dissipative Rated 

Conductive Rated 

tooo/o Non-Metalllc 



MADE IN 


U. S. A. 


B1 

1^1 


Puncture Resistant 


Made in the u.s.A. with 
Domestic and/or Globally 
sourced Components 

“Duiltinthe u.s.A.”: 
Assembled in the u.s.A. with 
Globally sourced Gompoheuts 

Made ih Cauada 






Coupon Code Exclusions 

(see reverse siie for coupon conesj 

Avenger, Carolina, CAT, cnippewa, Dan Post, Danner, Dewalt, 

DouDle H, Dr. Martens, Durango, Georgia Door, Justin work. 

Keen utility, lacrosse, Laredo, Max Apparol, McRae, Mlohelln, 

Nautilus, Rocky, tnorogood, tlmPerland Pru, Wigwam, wolverine 

It the Item hrand you wish to purchase is excluded 
from the coupon, please call 1-866-737-7775 for hest price. 

can Not 8e comPIned witn Any Dtner Discounts or Promotions 



BIG CATALOG 
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